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5 2012 

Tin, K T?c^-1/18/2010-H^f3?R^.—2003 (2003 ^36) 
^ 178 ^ (2) ^7^ (t?) W 79 (1) (^) ^ ^ !/l1^Y 

^cICfT ^ aflR n=irH'!JTH‘+ 3 TPtVt ( WcTk!T ) 

f^itefT, 2010 ^ ^ ^ rHA^^HPucf fcff47in 

t, — 

f^n<nT 

(1) ^ ^ lEfw ^ 1^ 311^ (nR^rlTr 

Wm. 2012 11 

(2) ^ rdPH^H ^ cute ^ I 

2. ijH ^ 2.3.2 ^f 

f^rn^q ^ Wm 2.3.2 ^ m) cI«lT 311^ W?i3T” ^ ^«1R ^ 

371^ yy’^Tor” 7K Tii i 

3. ^ 2.5.1 ^f 

^ f^^fH-qq 2.5.1 ^ "^^-f^rH^'q (2) qjt IZl 1^ ‘STTItitt | 

4. RiPhIM ^ RtPtqq 3.4 ^ WhH 

f^Pm ^ Mwi 3.4 ^ 'sq-'fqpm (q) # sfpiq ^ WI qr, PiHRrlRsld W :■ 

** qi^ qp qjm TT’P q ^ cT^T Tmi# 

qiTn: q iq^n ■qr wf ■^, '^st^'Rrfqqiqq^ ^i^qlq^ ^ fqPrqmq? aqqPi (sr^-qpqqr 

qiM wtq ^ Prsq^q ^ qi^ qqqtPmr qjt Wiqrqq: qqq f^Pm, 2010 

^ sT^HR sqqpT ^ qrq 3TT 7i^”i 


723 Gi/2012 


(I) 
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5. ^ 5.21 

(1) ^ 5.2 % (3F) % ^ 

'^W^STTt^, 3T^ri7[:- 

mr ^ ^n^-an^ to# ^ 

^mnn i ” 

(2) w 5.2 % (^) % ^ (jjj) % 

R^RRici 'R^+ 3R-:wrf^R j^it^ nTTirr, 

^ Ri ^ 'cicMKH TO# TO^ % 3l#r 

TOf#r ^ ^ TO# ^ #^TOn' iHMH, il^MH % 

^ R#«r TO^ ^ ftR % ^ifTT^ # 

TO^ % SltfR-ft r 

(3) ^ f%R^ % f%R^ 5.2 % TO-RR^ (i) t. "49.7 tr^^' af# to 

xtt:^ "49.8 3FF TO" 7% ^srnt^ I 

(4) ^ RRt*! % RR^ni 5.2 % toRR^hi (or) "49.5 at# TO" 

^i^%?5srpf "49.7xf^^^3RjTO^7%^irnt^ i 

(5) ^ RRtr- % RRtr- 5.2 % to-RRtr- (or) aR t RnRR^ 

^Rt 31#^:- 

"H# TOiftw TO" xT^f# gRR^r R) auMflh «nT % airo# 
3 iR^ #rTO TO" 3RT^f#r #^TO % a^R+dH ai^^i^ ^it?rr %#xr 
R^ siiR+iui (R^ TTTTO) RRsni. 2010 % artf^- RRRg #qT# ^ 
#^fRi" 

(6) ^ RRtr- % RRtr- 5.2 % ^-RRtr- (^) #, aR Ri^P i Rd 

"3IR## aTO^fflR F## # # #rK #irT TO y r #H^d # 

R^ miR4i<wi (fe xnro) RRpi, 2010 % arjro: ^Rf^ #xrr i 

TO XT^rf# ^RRrT Rj TOOT^ TO# # TO ^TOT 


[m 111—13^4] 




2010^^3^t^ 

W 3i^H(<?f»l T^^TTI " 

(7) ^ ^ 5.2 ^ (gr) "49.5.50.2 tt^^' sW 

^nsrr vi®<?i ^ ptr "49.7.50.2a?^ ^ ^srrtnt i 

(8) ^ ^ 5.2 ^ (?t) sTcf # f ^P i f^d 

'^l?i 'sim^ii, anrfc^:- 

"(^) ^ WRT:/^: ^ ^ i^ f^ 

(frfr TTT?T^) RRq*i, 2010 ^ 3T^?TR S)Rh4ili f ^4>R l d ^TTT^ ^ 
5.8 ^ SfiftTT ^ nt ^ 3T^FR 3T[^f%^ ^ ^ W 

I w J?fbr ^fd^r^rr ^ 


(9) ^ 5.2 ^ ^-RR4^ (^) ^f, TTHTf*' ^ FsrPT 

^ "24 ^" 3f^ TO" I 

(10) 5.2^3tr-f%f^^ (^) ^, 

'jrrt^TT 

"^terr w '^Iwdi ^ !Tif ^^<»j | 

(f^ 2010 % 3?^^ ^jfn^ r 

6. f%1^ % 5.4.2 # 

(1) ^ ^ 5.4.2 ^ 3tr-f%f^7T7T (^) "49.7 sr^ 

^ T^/'49.8 3T^ d^STF ^rrt^ I 

(2) ^ 5.4.2 ^ (tt) #, "49.5 3t^ 

W T^, "49,7 XTxj^^" 3f^ ^ ^ jr r iil) I 

7. ^ 5.6.2 # 

^ 5.6.2 ^ ^-Rf^4+I (^) ^ sff^H ^ % WRT Ri^P ^ ^ld W 

'iiii'^ii, anEffd":- 

”3jRi''dil^ wm SKI ^ ^nft ?i4H'iic^+ 

^^1%^ yif^+<u| (f^2010 ^ ai^^K s r f^ f ^f^d 
f%tT dTqr ^ ^snt^ 
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5.7.4 

snsrfg;:- 


" 5rTtf^ ^ t Mti 

^ 3if^ ^ ^ ^ % 311 ^ adFIFft ^ 4Tf^ 

3ira^ ^frsnTT % I ^ 4«il^a 

ofK^l^l sm »<^!i'»n41oiK ^<<K (^<<1 r 


(2) ^ RR^h % RRw 5.7.4 % ^-RRw (^ % T«fET wr 411 *^ 11 , 

snif^:- 


^nrr 3 ft ^3ctr^ % 31% spi^ RTfl4 Pi Rio % 

il^ l Rd 3fT3^ ^rsRT 441^d ^ 41^ I ^ 


vicHKI ^|f%3ATT%Tn' 3nf% ^ 3fl3^^ ^ 3lR*il*fl 

mfRr ^ ^3^ 3raf% afk ^ ^TRcTT 5nt^ ^ ^ ^ 

3rf%JT diO<g 3id[%S iff% I 1*^4141 <i4Pld <*11^4141 ^ 

3ni^ ^ 31% 31^^ ^ w 3iPE-%t^ mR^Iihi % Pn^ 3rT% 

f%%W ^ C»^%V4p!TT I 44f^d f%%^ ^ ^ 

Moici ^>T% % Pn^ <iif%'t> %PnTT^ SRT ii4'4141<»iK ■% tHg % 


f%4T 


3 ^ f%f%W % f%f%4R' 5.7.4 % ^-RR^H W ^ P^Tpff%?r W ^nrJTT, 

apElf^:- 


"(^ <511^4141 R%pRr ^ % %N» ^PTT 3!Ni^%N» rR%^ %»Pn^ 

^ 4d>4H W^Tf%y <Hf^^4 %PHT4t%^4iW I ^K'Tlfft 
% 4^TTO%t % 'iM'Ml4 ^nn -H M*iil s^TFT % <01^ §k^, 3n%PR> R^ % 

W% % 30 ^ 3pn4t RtTi*! ^ % pR^ 50^ liH'didl^HK W 

3ir^ %PRT cNk ! 1% yyif41 ^ % tort fhnr 


^RRTT ^RTT <<R 3fl«l^f^'t> 3IF3^^ %pRT ^ dl*tuR^ R*^l <411. 

l»44^4^d{K ^ <{'lidRd ^3[J^ \ 4I!<1^4 tiPrTT # sjP^ ^ %% 
m^, K'T ^ RR 31^ % 4^HH ^ ^RReT f%4T ^?Tt^ I 


I 
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^ 3iisi^N>t ^ anrfNft ^nra appft-artpfi- 

^5TTX^ I" 

4. ^ r^P l 44T % 5.7.4 ^ {^) ^ W ^3rnr»IT, 

3PTf^:- 

“(’ET) 4144 1 ^ ^TOT 31K^.4i1^ ^ ^ aif^ ^ 

41^41' I TOTlft^t ^ ^ 1%'4’fT % WRT, 3ti%lT 

TT^TsfHtsiR ^ 4K4141 ' ^[^4 1 44 ^ 31^ ^ li 3lif 1%4T 

4 I II4I I ^ 1%xr 3Tf^ 3?r3^ 41441 ^ i*4'414l4rR ^ ^[w 

l>4II441^ . 4M41x^ 1, ^ ^ 3Fir 4^K4 ^ 

aiKii^il^ ^ ^ % 31^ cT^ I 3Tf^ aiT^ #3RT ^ 

3tf^ 11441414 R #4M4ini4i4f ^ 3 <r414>, 3ii<ii 44)41 ?r«iT iJ4H'4f41-41 


9. ^ 6.3 ^ ^ f4Pl44T ^ f4Pl44T 6.3 ^ ^ ^ 

i4 HPiwRiHsci 7^T ^rnRTT, 

WT ^TTtSR: mR 4144I (tRHT^) ^ 4rMI44 ^ f%T^ 

3i^<^41+?.’’n’ ^nrr (^®?^g^nTtr^r^hft) 

% t Pl44'q- ^ntorq (ii’*t#tt) srt R<f4d ^ st^hr ^ 

10. ^ RRqq ’ % RP l’= «rH 6.41 ^fratq? 

( 1 ) 1 J 5 T 6.4 % ^-f4Plw 1 ^ "41dR4 ^ ^<^i+4' R44U1 

^ ^ 41^ ^ ^ ’’ ^ '■ 3iT^ «4Wii" ^rs? 

qn^tl 

(2) ^ f4P l 44T % 6.4 ^ ^- f4p | w 6 li vm Tm 41H^II, 

sprf^:- 

"(6) 317^ ^ # l4Tte Pi 44 HI ^ ^ ^ ^ 

VI-4 1 144 Rpirr 1 3|i^h^4ii^<i- t afrr^-^JT^Tfq’, ^ 

4>iP i 4) ^ ^ iTTtw ^ ^ Rwft % 4t^ 

^ Rroft 3T^J^ ^ 1^ 3|k ^ 3IT^ ^ ^ 

4itJiiT i 3ir7^'^:d4r4^ sfU/m 

4M-4lTi^ i qrr ^ RP^qfJld ^ ^n%f$r^ 1^ ^ 


72-3 Ci/JtX^Z 




6 


THE GAZETTE OF INDIA : EXTRAORDINARY 


[Pari III —Sbc. 4] 


^3^ ^ ^ ^ I n+i^ 31^^ ^ f^wr, ^ ^ 

fr, ^TpfiTr SPT I^R<q*i 1 f # Rfl^Rg #^17 % w 

^♦11 ^ ^ ^ ^ TO# Q<i41d<I % ^?iw ^ TO' 

3H#^T^ ^K # «^ior«ii *1^ \ DuitH 3T^^g# ^ ^ # 

%#*r apfr^T SRT TOT^HW TOT a pi fi^Rd {7^) TO % 

inSTO t #TO TO # ^TX# r 

(3) ^ Rf^ro % Rf^ro 6.4. % TO-Rf^TO 7 # Tf% t, "49.7 XT^^' asi# 

TOT % TOFT "49.8 xr^%3*' app TOT 7% mHI*5) I TOT mN 41 TOT TOT# 
41% #, "49.5 si# tot % toft ”49.7 ^ toT T% ! 

(4) ^ f^f^TO % f#%HT 6.4 % TO-i%1%xnT 10 % TTOT, x^ TOT TO 10(# 

TO^, aro?^: 

"1% #TrT TOTTTO ## ^[RT ^aif % TO:^TO TOXT-TTTO 
^ TOTTT#fiFr %# 2 r RR^m+ 3ir#*r (3iTO“<iR^+ # 

toItoktt, #4^-^PTf%^ tot xre4-^JTi%^ R#ij ^ 

Rto) RRto, 2009 TOT ##2r Rf%TTTO 3ir#*r (3R^#%r RRro tott 
totxi^^Rto) RRto, 2009 %3r^TO:RTO:f%^TOTnT i" 

(5) ) ^ RRto % RRto 6.4. % TO-RRto 11 ^f, "49.7 XT#t^ gj# TOT % 
TOFT TO, "49.8 TT#t^’sN) TOT T% TO^it I 

( 11 ) ^ RR^I^ % RRto 6.51 TWfiTO 


(1) ^RR<<*i %RR^h 6.5 4»TO’RRto 19%toftto, Rv i RRid 
TOfri;: 


"(19) RRto 6.5.18 # 3i#f? R# TOT % fR- fXT, ^ ;3PnTO W (Rm# 
^TTOTO ^TTHTT 100 ^*\\<\\i ^ TO% srf^ |) % W ^il^ TOT 

ftroThr toto^ (toto xtto^t# % toto ^ # 

#TOR) % *ici4a ^4n %TOI# ^ TOTT^^ R^d^ ^TTO#^^ 

# ^Rd ^ ^T^TT 3R^ srfsT^TOT, tot1 %«R , 

X^^nr^r^^/STOXT^I## # sfR % MRTONd % 


TO*iiRd XTTO % Rnr sraRm % WW ^Ri # 3ip3%^ ^ 


TT^rZXT ^flV 

Y^TII 



R^>m# TOT TO TOTTTO t % #11# # sr^;g## 



[’M III—?srJ¥4] 




^^'ORrt ^srn^ I ^nOr^RT ^ ?pRr f^rPT, 

3ir3^ ^Ttf^ TO # TOTT ^ fiT ^ TO t mfl- 

I wR^Q, t«til%^dl TOT ^ ^(IRrT 3T ^^tO 
I %Trf^TOTO%3!^;mf^TOT^^srg^mfl' 

ftTO^ I TOf^, ^3T5^%3r5mT^Ti^TOr ^fM%f%^ 

I%TT ^ 7^; 

^ f% ^di TOT R^di 3i^<;jTf| Sfl'vi^vjf % T^STcT 

lid^Rpr ^ ^ tNci^k % ^ ^ ar^rof^^ 

f^^^3IT%TO%^t^Fr^TO^;3TOf?RrfWTOf;TO TOTOT^ 

# TO 3ir3^ f%^ TOT 

^ ^ f% 1%^ oMiHiO TOTf%?fr TO arf^r^RTir (totto % f^ro) 
^ror <>r5fj41 % 3 ?=rthriT # tott ftf^ro % toto 1 ^ 5 ^ 2012 ^ TOiit 

^i 

(2) ^ f^f^TO % f^f^TO 6.5 % TO-f^f^TO 19 % WRT, TO *T^ ^ f %R)j^J^ 
6.5.19^ ^3TTTO. 31^: 

'*6.5.19^: TOTTO ^ # TO #. 

^TE^-^iRi‘T> P|«iFiT Hg'd TOT TOT-*mRi<T) f^«ltsr (^H< TrTO^ % ^TTfTO% 


KimR£«;EErHHfcaKmEig!ET3lcEillfcrTJFFjrjg 


M ^ M Nl ^r -■• V^MIM ^ ^ I T»| 'll oii^HHd'n 

TOR TO ^5^ # ^TTT^ I " 

(3) ^ f^f^TO % f^f^TO 6.5 %^-f%f^TO 23 (i) # srf^rr ?t toY % TTO TO, 
Rtff^f^d wr ^5rTTO, 3T«?f^:- 


'“TO^ '*'»!? TOTTO" TOTOTt ^ #TO^) ?TOT ^ 

^T%TO I TOd 3r5ft TOTTO' ^TOT ^hOjJRT ^ ^TTO TOT^, f^TT^f ' ^^H l 

% I f%f$r7f^%oo.oo ^i^tsrR^|t^ 

^ 3 ^ % TT^ TO^T f%?r % ^kPT Sif^RTTO 8 TO^tro % 3T«fk 

I^, ^ TO^tro ^ ^I^TTT I" 


12. ^ RR<q*i ^ ^RRie 1 <1lRlR^+ TO) 

1. ^ RitTO % i % ^ 4 (ii) % TO, WT ^TOtitT SHTtci;:- 
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srrr ^ H4f^a ^ ^ ^ 

H%HT 1 H<1»1 SITTw?u«f», f^RT^T »ftf^ 

w t. ^ ^ ^r*nr f%?r % 00.00’Ei^ ^ 3 ir^ ^ ^ 3 ^ 

% 5l^*f> fiH-M f^id %f%TrR»l %^hpT 3tl^«iia4| 8 

fW^mTHTI" 

(2) trr 5 ^ 7 % 3rt^ 31 ^ # «rTO ^ ^ # nf 

hRRik Ri-m '^^<''11 I 

{3)^RR^h %MflR|g-1 ^■^is^^^iRTC, RwRrf^d ^r3rri»^n, 31 ^;- ; 
"15 SiRTT^/WI ^n^f?Rj 3rf^f^ 3;^ ^ WT 

^<3l ^ SiK'flff) ^ qiPif^cf) ^6q) % ^THSrT SITHTT HT 

(4) 1 "3iHT-M?^3T ^^ ^ 4.<m , 4 t 

'* !flWT % WFT TC "3RR-8NtT ^'W^'jTf 

%1%TT 41hi^'’ \ 

(5) ^ RR=mh % 1 ^ 16 % ^-trr 1 ^ s^ ^ 

Riqi I 

13. I 

Ai'=i1q Tlf^ 
[R^im in/4/i50/ii/3raT.] 

^ RR^h % TTSTT^, 3Rfmrr«r, ^ 3, ^ 4, # tm\ 115 ^ mftw 
28.4.2010 ^ nqiiRm HX^ ^ I iJprRR'ilH <W^, 3{^mKm , 

wr-3 ^ 4, ^iw 168. di’O^g 3.7 2010 ^ RR^ih % ^ ^TTW % 

TTsm, 3RTraKTjr ^-3, ^ 4,1.10. 19.1.2011 ^TOf^Rj^w^ri 
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CENTRAL ELECTRICITY REGULATORY COMMISSION 
NOTIFICATION 

New Delhi, the 5th March. 2012 

No. L-1/‘18/2010-CERC. —In exercise of powers conferred under clause (h) of 
sub-section (1) of Section 79 read with clause (g) of sub-section (2) of Section 178 of the 
Electricity Act, 2003 (36 of 2003), and all other powers enabling it in this behalf, the 
Central Electricity Regulatory Commission hereby makes the following regulations to 
amend the Central Electricity Regulatory Commission (Indian Electricity Grid Code) 
Regulations, 2010, hereinafter referred to as “the Principal Regulations”. 

1 . Short title, extent and commencement i 

(1) These Regulations may be called the Central Electricity Regulatory 
Corpmission (Indian Electricity Grid Code) (First Amendment) Regulations, 
2012. 

(2) These Regulations shall come into force with effect from 2"^ of April 2012. 

2. Amendment in Regulation 2.3.2 of Principal Regulations; 

In sub-regulation (d) of Regulation 2.3.2 of Principal Regulations, the 
words “Metering and data collection” shall be substituted by the words 
“Meter data processing”. 

3. Amendment In Regulation 2.5.1 of Principal Regulations: 

The sub-regulation (2) of Regulation 2,5.1 of Principal Regulations shall 
stand deleted. 

4. Amendment in Regulation 3.4 of Principal Regulations; 

The last sentence of the sub-regulation (c) of Regulation 3 4 of Principal 
Regulations shall be substituted as under: 

“In case of associated transmission system where all PPAs haue not been 
signed, and where agreement could not be reached in respect of system 
strengthening schemes, the CTU may approach the Commission for the 
regulatory approval in accordance with Central Electricity Regulatory 
Commission (Grant of Regulatory Approval for execution of Inter-State 
Transmission Scheme to Centra! Transmission Utility) Regulations, 2010. ” 
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5. AmendmenlcOf Hegiiiatjon 5.2 of Principal Reguiations: 


(1) At the begmnmg of the sub-regulation (e) of Regulation 5.2 of Principal 
Regulations, following sentence shail be added: 

“Maintenance of their respective power system elements shall be carried out 
by users, STUs and CTU in accordance with the provisions in Central 
Electricity Authority ( Grid Standards ) Regulations,2010." 

(2) After clause (iii) of sub-regulation (f) of Regulation 5.2 of Principai 
Regulations, following proviso shall be inserted. 

“Provided that if a generating unit cannot be operated under restricted governor 
mode operation, then it shall be operated in tiee governor mode operatic^ with 
^ manual intervention to operate in the manner required under restricted governor 

mode operation. “ ^ 

(3) In sub-regulation (i) of Regulation 5.2 of Principal Regulations, the 
words and figures “49.7 Hz.” shall be substituted with the words and 
figures “49.8 Hz.” 

(4) In sub-regulation (j) of Regulation 5.2 of Principal Regulations, the 
words and figures “49.5 Hz." shall be substituted with words and 
figures “49.7 Hz.” 

(5) In sub-regulation (j) of Regulation 5.2 of Principal Regulations, the 
following provisions shall be added at the end: 

“All users and SEBs shall ensure that temporary over voltage due to sudden 
load rejection and the maximum permissible values of voltage unbalance shall 
remain within limits specified under Central Electricity Authority (Grid 
Standards) Regulations, 2010. ” 

(6) In sub-regulation (I) of Regulation 5.2 of Principal Regulations, following 
provislQns shall be added at the end: 

“RPC shall also prepare islanding schemes and ensure its implementation in 
accordance with Central Electricity Authority (Grid Standards) Regulations, 
2010. All users and SEBs shall ensure that installation and operation of 
protection system shall comply with the provisions of Central Electricity 
Authority (Grid Standards) Regulations, 2010." 

(7) In sub-regulation (m) of Regulation 5.2 of Principal Regulations, the 
words and figures “49.5-50.2 Hz." shall be substituted with the words 
and figures “49.7-50.2 Hz." 

(8) Si^egulation (p) of Regulation 5.2 of Principal Regulations shall be 



[’im III—4] 




substituted as under, namely: ~ ~ --- 

“(p) Procedures shall be developed to recover from partial/total collapse of the 
grid in accordance with Central Electricity Authority (Grid Standards) 
Regulations, 2010 and to periodically update the same in accordance with the 
requirements given under Regulation 5.8. These procedures shall be followed 
by all the Users, STU/SLDC, CTU, RLDC and NLD'C to ensure consistent, 
reliable and quick restoration:” 

(9) In sut^regulation (r) of Regulation 5.2 of Principal Regulations, the 
words one week’ shall be substituted with the words and figues'‘24 
hours." 


(10) In sub-regulation (t) of Regulation 5.2 of Principal Regulations the 
following shall be added at the end; 


'"Voltage fluctuation limits and voltage wave-form quality shall be maintained 
as specified in Central Electricity Authority (Grid Standards) Regulations 
2010 ,” 


6. Amendment in Regulation 5.4.2 of Principal Regulations: 

(1) In sub-regulation (a) of Regulation 5,4.2 of Principal Regulations, the 

words and figures “49.7 Hz.” shall be substituted with the words and 
figures “49.8 Hz.” ^ 

(2) In sub-regulation (b) of Regulation 5.4.2 of Principal Regulations, the 
words and figures “49.5 Hz.” shall be substituted with the words and 
figures “49.7 Hz.” 

7. Amendment in 6.6.2 of Principal Regulations: 

After the last clause of the sub-regulation (b) of Regulation 5.6.2 of 
Principal Regulations, the following clause shall be added: 

"All operational instructions given by RLDC and SLDC shall have unique codes 
which shall be recorded and maintained as specified in Central Electricity 
Authority (Grid Standards) Regulations, 2010,” 

8. Amendment in Regulation 5.7.4 of Principal Regulations; 

(1) Sub-Regulation (a) of the Regulation 5.7.4 of Principal Regulation shall be 
substituted as under, namely: 


The RPC Secretariat shall be primarily responsible for finalization of the Annual 
Load Generation Balance Report (LGBR) and the annual outage plan for the 
following rlnanciai year by 31st December of each year. The LGBR shall be 
prepared by the respective RPC secretariat for peak as well as off-peak 
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scenarios ." 

(2) The Sub-Regulation (b) of Regulation 5.7,4 of Principal Regulations, shall be 
substituted as under, namely: 

"(b) Ail SEBs/STUs, transmission bcensees, CTU, ISGS, fPPs, MPPs and other 
generating stations shall provide to the respective RPC Secretariat their proposed 
outage plan in writing for the next financial year by 31^^ October of each year. 

These shall contain identification of each generating unit/transmission line/ICT 
etc., the preferred date for each outage and its duration and where there is 
flexibility, the earliest start date and latest finishing date. Each SLDC shall submit 
LGBR for its control area, for peak as well as off-peak scenario, by 31^ October for 
the next financial year, to respective RPC Secretariat. The annual plans for 
managing deficits/surpluses in respective control areas shall clearly be indicated in 
the LGBR submitted by SLDCs ." 

(3) Sub-Regulation (c) of Regulation 5.7.4 of Principal Regulations shall be 
substituted as under: 

“(c) RPC Secretariat shall compile LGBR for peak as well as off peak scenario 
and also prepare annual outage plan in the respective region. RPC Secretariat 
shall then come out with the draft LGBR and draft outage plan for the next 
financial year by 30^ November of each year for the regional grid taking into 
account Uie utilization of available resources in an optimal manner and to 
maintain security standards. This will be done after carrying out necessary 
system studies and, if necessary, the outage plan shall be rescheduled and 
LGBR shall be modified, accordingly. Adequate balance between generation and 
load requirement shall be ensured while finalising outage plan. The draft LGBR 
and draft outage plan shall be uploaded by the RPCs on their websites ." 

(4) Sub-Regulation (d) of Regulation 5.7,4 of Principal Regulations shall be 
substituted as under, namely: 

“(d) The outage plan shall be finalized in consultation with NLDC and RLDCs. The 
final LGBR after considering comments/observations of the stakeholders shall be 
prepared by^ RPC secretariat by 31st December of each year. The final outage 
plan and the final LGBR shall be intimated to NLDC. Users, STUs, CTU, other 
generating stations connected to the ISTS and the RLDC by 31^ December of 
each year for implementation. The final outage plan and the final LGBR shall be 
made availabfe on the websites of the respective utilities and on the websites of 
RPCs, RLDCs and NLDC ." 

9. .Amendment of Regulation 6.3 of Principal Regulations ; 

The third para of this Regulation shall be substituted as under, namely; 
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Sanifariy, the scheduling and despatch piocedure for the generating 
stations of Sardar Sarovar Project (SSP) shall be as per the procedure 
formulated by Narmada Control Authority (NCA) in consultation with the 
Western Regional Load Despatch Centre (WRLDC )." 

10. Amendment in Regulation 6.4 of Principal Regulations: 


B 


(1) In sub-regulation 1 of Regulation 6.4 of Principal Regulations, the words 
metering and energy accounting, issuance of Ul accounts within the control 
area shall be substituted by the words “ meter data processing". 

(2) Sub-regulation 6 of Regulation 6.4 of Principal Regulations shall be 
substituted as under: 


“6. The system of each regional entity shall be treated and operated as a 
notional control area. The algebraic summation of scheduled drawal from 
ISGS and from contracts through long-term access, medium-term and 
short-^erm open access arrangements shall provide the drawl schedule of 
‘ each regional entity, and this shall be determined in advance on day-ahead 

basis. The regional entities shall regulate their generation and/or consumers’ 
load so as to maintain their actual drawal from the regional grid close to the 
. above schedule. Deviation, if any, from the drawl schedule, shall be within the 

\ limits specified by the Central Commission In Ul Regulations and it shall not 

cause system parameters to deteriorate beyond permissible limits and shall 
not lead to unacceptable line loading. Such deviation from net drawal 
schedule shall be priced through the Unscheduled Interchange (Ul) 
mechanism as specified by the Central Commission from time to time.’’ 

(3) In the first sentence of sub-regulation 7 of the Regulation 6.4 of the Principal 
Regulations, jhe words and figures “49.7 Hz.” shall be substituted with words 
and figures “49.8 Hz.” and in second and third sentences, the words and 
figures“49.5 Hz." shall be substituted with words and figures "49.7 Hz.’’. 

(4) A new sub-regulation 10 (a) shall be added after sub-regulation 10 of the 
Regulation 6.4 of the Principal Regulations as under: 

” 10(a). The treatment of injection of infirm power by generating stations 
during testing shall be in accordance with Central Electricity Regulatory 
Commission (Grant of Connectivity, Long-term Access and Medium-term 
Open Access in interstate Transmission and related matters) 
Regulations, 2009, and the Central Electricity Regulatory Commission 
(Unscheduled Inter-Change Charges and related matters) Regulations, 
2009, amended time to time ." 
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(5) In sub-regulation 11 of Regulation 6.4 of the Principal Regulations, the words 
and figures “49.7 Hz.” shall be shall be substituted with words and figures 
“49.8 Hz.” 

11. Amendment in Regulation 6.5 of Principal Regulations: 

(1) The sub-regulation 19 of the Regulation 6.5 of Principal Regulations shall 
be replaced by following; 

“19. Notwithstanding anything contained in Regulation 6.5.18, in case of forced 
outage of a unit of a generating station (having generating capacity of 100 MW or 
more) and selling power under Short Term bilateral transaction (excluding 
collective transactions through power excharjge), the generator or electricity 
trader or any other agency selling power from the unit of the generating station 
shall immediately intimate the outage of the unit along with the requisition for 
revision of schedule and estimated time of restoration of the unit, to SLDC/RLDC, 
as the case may be. The schedule of beneficiaries, sellers and buyers of power 
from this generating unit shall be revised accordingly. The revised schedules shall 
become effective from the 4^ time block, counting the time block in which the 
forced outage is declared to be the first one. The SLDC/RLDC as the case may 
be shall infonv the revised schedule to the seller and the buyer. The original 
schedule shall become effective from the estimated time of restoration of the unit. 
However, the transmission charges as per original schedule shall continue to be 
paid for two days 

Provided that the schedule of the buyers and sellers shall be revised after forced 
outage of a unit, only if the source of power for a particular transaction has clearly 
been indicated during short-term open access application and the said unit of that 
generating station goes under forced outage. 

Provided also that the provisions of this sub-regulation in respect of revision of 
schedule by electricity traders and any other agency (except the generating 
station) shall be operative with effect from 1^ July 2012. ” 

(2) A new sub-regulation shall be added as 6.5.19A after sub-regulation 
6.5.19 as under, namely: 


“6.5.19 A. In case of revision of schedule of a generating unit, the schedules 
of all transactions under the long-term access, medium-term open access and 
short-term open access (except collective transactions through power 
exchange), sh^l be reduced on pro-rata basis." 

(3) In the sub-regulation 23 (i) of the Regulation 6.5 of Principal Regulations, 
last three sentences shall be substituted as under: 


“The schedule by wind power generating stations (excluding collective 
transactions) may be revised by giving advance notice to SLDC/RLDC, as the 
case may be. Such revisions by wind power generating stations shall be 
effective from 6th time block, the first being the time-block in which notice was 
given. There may be one revision for each time slot of 3 hours starting from 
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00:00 hours of a particular day subject to maximum of 8 rewsions during the 
. day/’ 

12. Amendment in Annexure>1 of Principal Regulations (Complementary 

Commercial Mechanism): 

(1) Para 4 (ii) of Annexure-1 of the Principal Regulations shall be substituted 
as under, namely: 

“(ii) The schedule by such wind power generating stations supplying inter-state 
power under long-term access, medium-term and short-term open access 
(excluding collective transactions) may be revised by giving advance notice to 
respective SLDC/RLDC. Such revisions by wind power generating stations shall 
be effective from 6th time-block, the first being the time-block in which notice is 
given. There may be one revision for each time slot of «j3 hours starting from 
00:00 hours of a particular day subject to maximum of 8 revisions during the 
day.” 

(2) The last sentences of para 5 and 7 t.e. “Illustrative calculations in respect 
of above mechanism are given in Appendix” shall be deleted, 

(3) Para 15 of Annexure-1 of the Principal Regulations shall be substituted as 
under; 

"15. The RLDC shall place the complete statement of the regional ill 
account, the regional Reactive Energy pool account and Congestion Charge 
Account before the RPC’s Commercial Committee meeting, on a quarterly 
basis, for audit. ” 

(4) ln para 16 of Annexure-1 of the Principal Regulations, the words 
“interfaces for Scheduling and Ul Accounting In inter-regional 
Exchanges” shall be substituted with the words “Interfaces for 
Scheduling of Inter-regional Exchanges”. 

(5) in sub-para 1 of para 16 of Annexure-1 of Principal Regulations, the words 
“and Ui accounting” shall be deleted. 

13, Appendix to the Principal Regulations shall be deleted. \ 

RAJIV BANSAL, Secy. 

[ADVT. ill/4/150/11/Exty.] 

Note; The Principal Regulations were notified in the Gazette of India 
Extraordinary, Part III Section 4 Ser No.115 on 28.4.2010. Addendum to the 
Principal Regulations was issued in Gazette of India Extraordinary, Part-Ill 
Section 4 at Ser No. 168 on 3.7.2010 and Corrigendum to the Principal 
Regulations was issued in Gazette of India Extraordinary, Part-Ill Section 4 at Ser 
No. lOon 19.1.2011. 
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